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Wishing Mr Jim Baker all the very best on his retirement after 20 
years of service to Miami State High School. School's out! 


Sorry, we're having trouble playing this video. Most relevant 
Learn more @& Jo Baker 
So proud of you my darling! Congratulations on a well 
deserved retirement @ hope your enjoying your 
Schoolies 
Like Reply 6y Edited @ 
Jo Gordon 


Congrats Jim... I'm so proud to have been part of your 
career}... to see it begin and to witness it end is so 
special. Enjoy! 3 


Wishing Mr Jim Baker all the very best on his retirement after 20 years of = 
service to Miami State High School. School's out! a 
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